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A 


A, B, C Dry Chemical Extinguishers. 
Manning. Q54:151-153 
Acetylene: 
Properties of. Q54:269 
Transmission Systems for. Q54:269-277 
Acoustical Tile, Combustible. See also Interior 
Finish, Fiberboard 
Fires Involving. Q54:57-62 
Act II — The Indirect Losses. 054:297-300 
Advertisers, Index to. Q54:98, 205, 278, 446 
Air-Conditioning Systems. See Ducts 
Aircraft Carrier Constellation Fire. By Asst. Chief 
J.T. Ward and Lieut. J. F. Casey. Q54:283-291 
Aircraft Crash-Fire-Worthiness. By George H. 
Tryon. Q54:219-226 
Aircraft, Magnesium Fires in. 
Aircraft Fires: 
Crash-Fire Investigation, Need for. Q54:219 
Aircraft, Fires Involving: 
Andrews AFB, Md., Sept. 11, 1960. Q54:389 
Atlanta, Ga., May 23, 1960. Q54:381 
nr. Bethel, Me., June 27, 1960. Q54:387 
or. Bracketville, Tex., July 14, 1960. Q54:387 
Carswell AFB, Tex., Mar. 8, 1960. Q54:377 
nr. Cherry Point, N. C., Mar. 6, 1959. Q54:27 
Chicago, Ill., Nov. 24, 1959. Q54:28, 29 
Dallas, Tex., Sept. 14, 1960. Q54:389 
nr. Daufuskie Island, S. C., July 19, 1960. Q54:388 
nr. East Andover, N. H., July 22, 1959. Q54:28 
nr. England AFB, La., Jan. 22, 1959. Q54:27 
Langley AFB, Va., Oct. 18, 1960. Q54:254 
Larson AFB, Wash., Dec. 15, 1960. Q54:385 
Lincoln AFB, Nebr., Apr. 15, 1960. Q54:379 
Little Rock, Ark., Mar. 31, 1960. Q54:377 
London, England, Jan. 7, 1960. Q54:222 
nr. Maywood, Ill., July 27, 1960. Q54:254 
McGuire AFB, N. J., June 7, 1960. Q54:388 
Montego Bay, Jamaica, Jan. 21, 1960. Q54:222 
New York, N. Y., May 9, 1960. Q54:380 
New York, N. Y., Sept. 14, 1960. Q54:220, 382 
New York, N. Y., Dec. 16, 1960. Q54:255 
Plattsburgh AFB, N. Y., Aug. 12, 1960. Q54:382 
Puget Sound, Wash., Feb. 11, 1960. Q54:253 
Ramey AFB, P. R., Feb. 1, 1960. Q54:251 
San Diego, Calif., Mar. 28, 1960. Q54:386 
Stratford, Conn., Apr. 23, 1960. Q54:379 
Toledo, Ohio, Oct. 29, 1960. Q54:254 
Walker AFB, N. M., Feb. 3, 1960. Q54:251, 376 
nr. Whidbey Island, Wash., May 11, 1959. Q54:28 
Aircraft Fuel Servicing, Committee on. 54:46 
Aircraft Hangar. See Hangars, Aircraft 
Air Foam: 
Chemical and Physical Properties of. 
Testing of. Q54: 139-150 
Airports, Aircraft Accidents on. Q54:220, 222-224, 
251-255, 375-377, 379-386, 389 
Air Supported Structures. 54:46 
Alarms Delayed: 
Central Station Delayed Notifying F. D. Q54:322 
Discoverers Attempted Rescue. Q54:242 
Janitor Called Owner, Not Fire Dept. Q54:337 
Observers Did Not Call Fire Dept. Q54:246 
Occupants Fought Fire, Delayed Alarm. Q54:14, 23, 
317, 330, 336, 350, 353, 360 


By G. E. 


Q54:178 


Q54:135-181 


Pages 207-278: January 1961 
Pages 279-446: April 1961 


Occupants Smelled Smoke, Did Not Call F. D. 
349 
Occupants Thought They Extinguished Fire, Did 
Not Call F. D. Q54:353 
Police Called Rather Than Fire Dept. Q54:23, 358 
Telephone Out of Order. Q54:16 
Alcohol, Fire Involving. Q54:114-119 
Alcohol-Resistant Foam. Q54:135-137, 139 
**All-Purpose”’ Extinguishers. Q54:151-153 
Aluminum Fabricating Plant Fire. See Metalwork- 
ing 
Ammonium Nitrate, Fires Involving. 054:321, 372 
Amusement and Recreation Places. See also 
Bowling Alleys 
Louisville, Ky., Dec. 17, 1960. Q54:352 
Aniline Plant Fire. See Chemical Plants 
Ansul Chemical Company. Q54:154-157, 173 
Apartments, Fires Involvin ;: 
Ashland, Ky., Feb. 14, 195: . Q54:22, 23 
Garden City, N. Y., Dec. 24, 1960. Q54:312 
Harrisonburg, Va., Feb. 22, 1960. Q54:245 
New York, N. Y., Dec. 16, 1960. Q54:256 
Omaha, Nebr., May 28, 1960. Q54:245 
Rochester, N. Y., Jan. 1, 1959. 
St. John’s, Nfld., December 16, 1959. Q54:23 
Wichita, Kans., Feb. 6, 1960. Q54:245 
Appliances, Electrical. See Electrical Appliances 
Architects, Responsibility for Fire Safety. 0Q54:363 
Argon, Liquid, Handling. Q54:63-70 
Armory, Fires in: 
Prescott, Ont., Jan. 23, 1960. Q54:315 
Vancouver, B. C., Mar. 18, 1960. Q54:351 
Arson. See Incendiary (Suspicious) Fires 
Art Collection, Lost in Fire. Q54:309 
Asphalt Coated Metal Roof Deck, Factor in Fire. 
Q54:62 
Asphalt Plant Fire. See Chemical Plants 
Asphalt Vapor Sea! Contributed to Fire Spread. 
Q54:316, 337 
Assembly Occupancies, Sprinkler Performance in. 
Q54:83-84 
Atlantic Research Corp. Q54:406-421 
Atmospheric Conditions, Effects of after Nuclear 
Bomb Attack. Q54:109-110 
Atomic Bombs, Fire Effects of. Q54:103-113 
Attic and Roof Spaces, Undivided, Fires Spread in. 
Q54:308, 311-314, 347, 352, 358 
Automatic Fire Detection. See Detection 
**Automatic”’ Sprinkler Co. of Canada, Ltd. 
195 
Automatic Sprinklers. See Sprinklers 
Automobiles, Fires Involving. See also Buses, Trucks 
Salinas, Calif., Dec. 18, 1959. Q54:30 
West Brooklyn, IIll., Nov. 9, 1959. Q54:30 


B 


Bakery Fire. See Food and Food Products 
Barges, Fires Involving. See Ships and Barges 
Barn, Fire Involving: 

Northampton, Mass., May 20, 1960. Q54:334 
Baseball Park. See Outdoor Public Assembly 
Benzene, Sulfonation of. Q54:74 
Board of Directors, Meetings of: 3 

Boston, Mass., June 27, 1960. Q54:43 

Montreal, P. Q., Canada, May 16, 1960. Q54:43 

New York, N. Y., Jan. 19, 1961. Q54:293 
Boats. See Ships and Barges 


Q54: 


Q54: 


437 





438 


Bombs, Nuclear, Fire Effects of. 
Bowling Alley, Fire Involving: 
Lowell, Mass., June 25, 1960. 054:343 
Breathing Apparatus Required by Fire Fighters. 
Q54:60, 116, 290 
Bromochlorodifluoromethane. 054:173-177 
Bromotrifluoromethane. Q54:173-177 
Brush Fires. See Forest and Brush 
Bugbee, Percy. 054:211 
Building Densities, Fire Effects of Nuclear Bombs 
on. Q54:103-113 
Building Exits Code. Q54:40, 46, 59, 78 
Buildings. See also Construction 
Fire Losses Classified, 1959. Q54:196-205 
Large Loss Fires, 1960. Q54:301-368 
Large Loss of Life in. Q54:7-26, 37-41, 235-250, 
263-267 
Buildings Being Razed, Fires Involving: 
New Haven, Conn., Aug. 29, 1961. Q54:324 
Buildings, Struck by Falling Aircraft. 
251-253, 255-257 
Buildings under Construction, Fires Involving: 
Calgary, Alta., Oct. 27, 1960. Q54:323 
Kelsey, Man., Jan. 30, 1960. Q54:343 
Bulk Plant (Flammable Liquid) Fires. 
leum Bulk Plants 
Burns, Skin, Effect of Thermai Energy from 
Nuclear Bombs. Q54:110-111 
Buses, Fires Involving. See also Automobiles, Trucks 
New Brunswick, N. J., Oct. 9, 1959. Q54:30-32 
or. Phoenix, Ariz., June 8, 1959. Q54:30 
Bush, Loren 8. Q54:2, 215 


Q54:103-113 


Q54:28, 


See Petro- 


Cc 


Canadian Air Force, Royal. Q54:190 
Can Fabricating. See Metalworking (Steel Fabricating) 
Carbon Dioxide: 
Efficiency of, Comparative. Q54:173-176 
Standard on. Q54:164 
Used During Fire. Q54:253 
Carbon Dioxide Extinguishment Tests. 
Cousins. Q54:164—172 
Canneries, Fires in, See Food 
Carbon Tetrachloride, Comparative Efficiency of. 
Q54:173-176 
Cardboard Used As Interior Finish, Fire Spread by. 
Q54:243 
Casey, J. F., Lieut. Q54:283 
Casualties. See Fatalities 
Causes, Fire. See also Specific Causes 
Estimates of Number of Fires by, 1959. 
200, 204 
Large Loss Building Fires, 1953-1960. Q54:303 
Large Loss of Life Dwelling Fires, 1959. Q54:11 
Large Loss of Life Dwelling Fires, 1960. Q54:239 
Cavanagh, Edward F. Q54:283 
Ceilings. See Acoustical Tile, Attic and Roof Spaces, 
Fiberboard, Wall, and Ceiling Concealed Spaces 
Ceilings, Spacing Sprinklers under. 054:120-128 
Chadwick, Martin. 054:114-119 
Chemical and Physical Properties of Foam. By 
A. F. Ratzer. Q54:135-138 
Chemical Concentrates, Division of Baker Indus- 
tries, Inc. Q54:135-138 
Chemical Foams. Q54:135, 159 
Chemical Plants, Fires Involving: 
Aniline. 
Kingsport, Tenn., Oct. 4, 1960. 
Asphalt: 
Waukegan, Iil., Mar. 3, 1960. Q54:339 
Dyes, Organic Chemicals: 
Buffalo, N. Y., Aug. 20, 1960. Q54:338 
Fertilizer: 
ur. Bunkie, La., May 25, 1960. Q54:340 
Chemical Process Reactions, Controlling. 


72-7 


By E. W. 


Q54:199- 


Q54:264 


Q54: 
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Chemical Reaction, Explosion by. Q54:264 
Chemicals and Explosives, Committee on. Q54:45 
Children: 
Loss of Life in Fires. Q54:10-23, 238-245, 265 
Playing with Matches, Fires Caused by. Q54:241, 
326 
Unattended, Fire Problem of. Q54:9-10, 16, 18, 20, 
240, 241, 244 
Children’s Program on Fire Safety, TV. Q54:79 
Chimneys or Flues, Fires Caused by. Q54:11, 13, 
18, 244, 251 
Chlorobromomethane, Comparative Efficiency of. 
Q54:173-176 
Churches, Fires Involving: 
Gainesville, Ga., Feb. 12, 1960. Q54:312 
Mulgrave, N.S., May 6, 1960. Q54:360 
New York, N. Y., Dec. 16, 1960. Q54:256 
Philadelphia, Pa., Mar. 10, 1960. Q54:317 
Rochester, N. Y., Jan. 23, 1960. Q54:314 
Sumter, S. C., June 10, 1960. Q54:336 
Waterbury, Conn., Sept. 7, 1960. Q54:343 
Cigarette Lighter, Fire Caused by. Q54:12 
Cincinnati, University of. Q54:174 
Cities, Fire Record of, 1960. Q54:426-436 
City Planning, Nuclear Attack Influence on. (54: 
113 
Civil Defense, U.S. Q54:103-113 
Cleveland, Ohio, Cryogenic Container Disaster. 
Oct. 20, 1944. Q54:71 
Closet, Dwelling, Fires Originating in. Q54:10, 18 
Cloth Coating Plants. See Teztiles, Textile Product 
Plants 
Club, Country, Fire Involving: 
Greenwich, Conn., Sept. 5, 1960. Q54:332 
Clubs, Night, Fires Involving: 
Cleveland, Ohio, Sept. 13, 1960. Q54:315, 353 
or. Las Vegas, Nev., June 17, 1960. Q54:347 
Coal Stoves, Fires Caused by. Q54:11, 12, 14, 16 
Colleges and Universities. See Dormitories, Fraternity 
Houses, Laboratories 
Combustible Metal Fires, Dry Powder Extinguish- 
ing Agents for. Q54:154-157 
Compressed Gas Association. Q54:67 
Compressed Gas Extinguisher, New. Q54:173-177 
Compressor, Centrifugal, Explosion in. Q54:41 
Concealed Spaces, Factor in Fire Spread. See Wall 
and Ceiling Concealed Spaces 
Concentrates, Foam: 
Chemical and Physical Properties. 
Testing of. Q54:139-150 
Conflagrations: 
Derry, N. H., May 6, 1960. Q54:340 
Newark, N. J., Apr. 15, 1960. Q54:361 
Constellation, Aircraft Carrier, Fire of, Dec. 19, 
1960, Brooklyn, N. Y. 054:283-291 
Construction: 
Combustible, Factor in Exposure Fire. Q54:306 
Factors Influencing Fire Spread. Q54:365 
Containers, Cryogenic Fluid. Q54:63-70 
Contents, Factors Influencing Fire Spread in 
Large Loss Fires. Q54:366. See also Separately 
Listed Matervals 
Contents Hazard Too Severe for Effective Sprinkler 
Performance. Q54:97 
Controlling Chemical Process Reactions. By 
W.H. Doyle. Q54:72-76 
Cooking Equipment. See Healing and Cooking 
Equipment 
Cotton Storage Fires. See Warehouses, Cotton 
Courtyards, Shopping Malls. Q54:129-134 
Cousins, E. W. Q54:164-172 
Crash Fires, Aircraft. See Aircraft Fires 
Creosoted Wood, Involved in Fires. Q54:374. 422 
Crowds, Handicap During Fire Fighting Opera- 
tions. Q54:361 


Q54:134-138 
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Cryogenic Container Caused °44 Catastrophe. 
Q54:71 

Cryogenic Fluids, Handling. Q54:63-70 

Cutting and Welding. See Welding and Cutting 


D 


Delayed Detection. See Detection, Delayed 
Deluge Sprinkler System, Foam-Water in TCA 
Hangar. Q54:187-195 
Department Stores, Hazards of. Q54:131 
Detection, Delayed, Factor in Fire Experience. 
Q54:8-10, 12, 14, 16-20, 60, 116, 236, 239-246, 
265, 328, 333, 335-337, 340-345, 350, 351, 353, 
355, 358 
Detection System, Fire, Automatic 
Delay in Notification. Q54:322, 347 
Fires Reported by. Q54:319, 346, 348, 355 
Detention Homes. See Prisons 
Dibromodifluoromethane. Q54:173-177 
Dibromotetrafluoroethane. Q54:173-177 
Dip Tanks, Fire Started at. Q54:318 
Distillation, Chemical. Q54:72-73 
Distributor Nozzles, Used in Fire. 
Doors, Fire: 
Blocked Open During Fire. Q54:331 
Open During Fire. Q54:311 
Testing. Q54:52 
Dormitories, Detention. See Prisons 
Dormitories, Fires Involving: 
Syracuse, N. Y., Jan. 6, 1959. Q54:25 
Doyle, W. H. Q54:72-76 
Drainage, Foam Measurements, Test Procedures. 
Q54:141 
Drainage System, Fire in. Q54:253 
Drills, Evacuation, Industrial Plants. 54:56 
Drills, Exit, Used Effectively During Fire. 054:350 
Dry Chemical Extinguishers, Multi-Purpose for 
Clases A, B & C Fires. 0Q54:151-153 
Dry Chemicals: 
Extinguishing Efficiency, 
176 
Foam Compatible. Q54:160 
Industrial Fire Dept., Use of. Q54:50, 53 
Navy Research on, Recent. Q54:158-163 
Potassium Bicarbonate. Q54:158-163 
Dryers, Clothes: 
Fires Caused by. Q54:241 
Dry Pipe Sprinklers Ineffective. 54:97 
Dry Powder Extinguishing Agents, Special. Q54: 
154-157 
Ducts, Cooking Range, Factor in Fire] Spread. 
Q54:317 
Ducts, Heating and Ventilating, Factor in Fire 
Spread. Q54:314, 316, 337, 344 
Ducts, Hot Air, Fire Caused by. Q54:12 
du Pont, E. I., de Nemours & Co. Q54:173 


Dust Explosion Hazards, NFPA Committee on. 
Q54:46 
Dust Explosions. See Explosions 
Dust on Structural Members, Spread Fire. 
329, 330, 331, 334, 359 
Dwellings, Fire Involving: 
Appleton, Wis., Oct. 14, 1960. Q54:243 
Ashland, Maine, Jan. 20, 1959. Q54:12, 13 
Ashland, Mass., Nov. 10, 1960. Q54:244 
Barrow, Alaska, Apr. 28, 1959. Q54:16, 17 
Batoche, Sask., March 5, 1959. Q54:14 
Bauline, Nfld., July 19, 1959. Q54:20 
Bay Shore, N. Y., May 1, 1960. Q54:241 
Bend, Oreg., Feb. 14, 1960. Q54:240 
Boswell, Okla., Jan. 8, 1959. Q54:12 
Brandon, Minn., Jan. 7, 1959. Q54:12 
Buffalo, N. Y., Oct. 12, 1960. Q54:242 
Clear Lake Shores, Tex., Jan. 19, 1959. Q54:12 


Q54:288 


Comparative. Q54:173, 


Q54: 


Cleveland, Miss., Nov. 7, 1960. Q54:243 
Cross Hill, S. C., Mar. 15, 1959. Q54:15, 16 
Crystal City, Tex., Feb. 21, 1959. Q54:13 
Danieltown, Va., March 29, 1959. Q54:16 
Detroit, Mich., June 14, 1959. Q54:18 
Easton, Maine, Mar. 13, 1959. Q54:14 
‘Elmira, N. Y., July 11, 1959. Q54:18 
nr. Evansville, Ind., Mar. 4, 1960. Q54:241 
Fillmore, Calif., Mar. 2, 1960. Q54:241 
Flint, Mich., Mar. 7, 1959. Q54:14 
Havre Boucher, N.S., July 18, 1959. 
Hill City, Ga., Apr. 25, 1959. Q54:16 
Jenkinsville, N. Y., Nov. 10, 1959 
Lafayette, Calif., July 4, 1960. Q54:309 
Lincoln Heights, Ohio, Jan. 11, 1959. Q54:12 
Monneault’s Mills, N. B., Nov. 22, 1960. Q54:244 
Mt. Clemens, Mich., July 13, 1959. Q54:6, 19 
New Orleans, La., Dec. 15, 1960. Q54:244 
Noyan, P. Q., Dec. 29, 1960. Q54:244 
Ottumwa, Iowa, Oct., 31, 1959. Q54:20, 21 
Parkersburg, W. Va., Oct. 25, 1960. Q54:243 
Philadelphia, Pa., Mar. 15, 1959. Q54:14 
Pilesgrove Twp., N. J., Nov. 6, 1960. ©54:243 
Queen Charlotte Islands, B. C., June 27, 1959. Q54: 
18 

Richmond, Calif., July 10, 1960. Q54:241 
Roddickton, Nfld., Apr. 30, 1959. Q54:17, 18 
nr. South Bend, Ind., Feb. 14, 1959. Q54:13 
Superior, Wis., Mar. 16, 1959. Q54:16 
nr. Thompson Falis, Mont., Jan. 9, 1960. Q54:239 
or. Trussville, Ala., Feb. 25, 1960. Q54:240 
Tuckers Corner, N. Y., Feb. 12, 1960. Q54:239 
Vincennes, Ind., Jan. 1, 1959. Q54:11, 12 
Wicomoco, Md., Dec. 2, 1960. Q54:244 
Winstonville, Miss., Jan. 5, 1959. Q54:12 

Dye Manufacturing. See Chemical Plants 


E 


Educational Occupancies, Sprinkler Performance 
in. Q54:84. See also Separately Listed Occupancies 
Educators, Responsibility for Fire Safety. 0Q54:363 
Electrical Fires. See also Causes, Fire 
Equipment, Fires Caused by. 54:11, 316, 317 
Wiring, Fires Caused by. Q54:11, 19, 38, 239, 268, 
297-300, 305, 311, 334, 336, 343 
Electrical Plant Fires. See Metalworkers 
Electric Generating Plant Fires: 

Ridgefield, N. J., Feb. 7, 1960. Q54:339 
Electronic Computer, Lost in Fire. Q54:309 
Elevators, Grain, Explosions. Q54:263 
Elevator Shafts. See also Openings 

Fire Originated in. Q54:24 
Engineers, Responsibility for Fire Safety. Q54:363 
Escapes, Fire: 

Not Accessible. Q54:246, 247 

Not Provided. Q54:247 
Exhibition Hall: 

Springfield, Mo., Sept. 7, 1960. Q54:355 
Exits: 

Inadequate, Cause of Casualties. Q54:9, 10, 17, 20, 

22, 24, 25, 38-40, 183-186, 242, 244, 246 
Locked, Cause of Casualties. Q54:23, 39, 40 
Shopping Malis, Problems of. Q54:129-134 
Exits, Shopping Malls, Problems of. Q54:129-134 
Expansion Rates, Foam. 54:135-150 
Explosions: 
Chemical Reaction. Q54:264 
Compression, Centrifugal. Q54:41 
Dust, Flour. Q54:320 
Dust, Grain. Q54:263 
Dust, Plastic. Q54:264 
Explosives in Parked Truck. Q54:33 
Fatal: Q54:11-13, 16, 17, 20, 23, 33, 41, 71, 243, 253, 
263-265, 267, 305, 320, 323, 338 

Fire Gas. Q54:12, 40, 119, 307, 346, 349 

Flammable Liquid. 54:17, 33, 41, 251, 256, 264, 
265, 318, 340 


Q54:19 





440 


Gas, Q54:11, 12, 23, 33, 40, 71, 243, 265, 267, 305, 
322, 323, 339 

Nuclear. Q34:103-113 

Rocket. Q54:253 

Sprinkler Systems Damaged by. 

Stoves, Coal. Q51:12, 16 

Stoves, Gas-Fired. Q54:23 

Stoves, Oil-Fired. Q54:16, 23 

Stoves, Wood. Q54:20 
Exposure. See also Outdoor Fire, Spread into Building 

Fires Caused by. Q54:307 

Fire Overpowered Sprinklers. 54:97 
Extinguishers: 

Compressed Gas Type. Q54:173-177 

Dry Chemical, A, B, C. Q54:151-153 

Empty at Time of Fire. Q54:336 

Hydrostatic Testing of. Q54:52 

Standard on. Q54:151 

Tests for. Q54:151-153 

Training Personnel in Use of. Q54:54 
Extinguishing Agent Developments. 
Extinguishing Agents, Toxicity of. (54: 


Q541:97, 320, 338 


F 


Factory Mutual Engineering Division Tests: 
Spacing Automatic Sprinklers. Q54:120-128 
Carbon Dioxide Extinguishmenct. Q54:164-172 
Fallout, Radioactive, from Nuclear Bombs. (54: 
103-113 
False Fronts, Hazard of in Buildings. 
Fatalities: 
Explosions Caused Loss of Life. Q54:12, 13, 16, 17, 
20, 23, 28, 33, 36, 41, 114-119, 305, 370 
Firemen. Q54:38, 42, 114-119, 350, 352, 356 
Occupants Locked in Prison. Q54:38, 39 
Public Education Problems. Q54:79-80 
Trapped in Aircraft. Q54:27-28, 251-259, 375-390 
Trapped in Building by Fire. Q54:9-25, 38, 183-186, 
236-248, 331, 352, 356, 422 
Trapped in Mine Fire. Q54:42 
Trapped in Railroad Fire. Q54:261 
Trapped in Ship Fires. Q54:33, 259-261, 283-291, 
373, 374 
Trapped in Vehicle Fire. Q54:30, 32 
Fertilizer, Ammonium Nitrate. See Ammonium 
@ Nitrate Fertilizer Plant Fire. See Chemical Plants 
Fiberboard, Combustible. See also Interior Finish 
Fire Spread by. Q54:18, 20, 23, 25, 38, 57, 240, 243, 
330 
Fiberboard Fire in Modern School. 
Woltz. Q54:57-62 
Fireboat, Used at Fire. Q54:114-119, 283-291, 422 
Firebreaks, Limitations of in Nuclear Bomb At- 
tack. Q54:112 
Fire Department, Junior, Hamilton, Ont. Q54:79 
Fire Effects of Big Nuclear Bombs. By Frank 
McNea. Q54:103-113 
Fire Fighting, Hazards Following Nuclear Bomb 
Attack. Q54:103-113 
Fire Gas Explosion. 54:12, 40, 119, 307, 346, 349 
Fire Hazards in the Shopping Mall. By John C. 
Thornton. Q54:129-134 
Fire Protection Developments in 1960. 
Bugbee. Q54:211 
Fire Protection Officials, Responsibility for Fire 
Safety. Q54:363 
Fire Protection Problems of the Future. 
Fire Record of Cities, 1960. 0Q54:426-436 
Fire Resistive Buildings, Effect of in Nuclear Bomb 
Attack. Q54:122 
Fire Storm, Nuclear Bomb Hazard of. Q54:111-112 
Fires and Fire Losses Classified, 1959. 54:196-205 
Fireworks, Cause of Fire. Q54:309 
Flammable Liquids: See also Bulk Plant (Flammable 
Liquid) Fires and Refinery (Petroleum) Fires 
Explosions. See Explosions 


Q54:131 


By Lawrence R. 


By Percy 


Q54:217 
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Extinguishing Agents for Use on. Q54:135-150, 154- 

157, 158-163 

Fires Caused by or Involving. Q54:9-12, 20, 30, 32, 

33, 41, 42, 114-119, 245, 251, 259, 264, 265, 285, 

316, 318, 319, 325, 328, 338, 343, 348, 357, 372, 424 

Tanks, Inadequate Vents on. Q54:325 
Flour Mill Fire. See Food 
Flue or Chimney Fires. 
Foam: 

Chemical and Physical Properties of. Q54:135-138 

Testing of. Q54:139-150 

Used During Fires. Q54:251, 253, 255, 256 
Foam-Compatible Dry Chemical. (54:158-160 

‘oamed Plastics, Fires Involving. ©Q54:306 
Foam, Industrial Fire Dept. Use of. Q54:50, 53 
Foam Liquid Concentrates: 

Chemical and Physical Properties. Q54:135-181 

Testing of. Q54:139-150 

Storage in Foam Water Sprinkler System. 
Foam Rubber, Fires Involving. 54:39-40 
Foam-Water Sprinklers, in TCA Hangar. 

187-195 
Fog, Effect on Radiation, Nuclear Bomb. Q5+4: 

109-110 
Food and Food Products Plant, Fires Involving: 

Bakery: 

Edmonton, Alta., Mar. 1, 1960. Q54:345 

Canneries: 

New Sharon, Me., Nov. 12, 1960. Q54:337 

Port Graham, Alaska, Mar. 3, 1960. Q54:345 

Flour and Feed Mill: 

Port Colborne, Ont., Oct. 7, 1960. Q54:320 

Potato Chip Plant: 

Fall River, Mass., Sept. 16, 1960. Q54:346 
Food Storage Fires. See Warehouse, Food 
Forest and Brush Fire: 

Napa, Calif., Oct. 15, 1960. Q54:373 
Forests, Fire Effects of Nuclear Bombs on. 

103-113 
Frangible Disc, Cryogenic Containers. 
Fraternity House: 

Stanford, Calif., Aug. 23, 1960. Q54:341 
Frozen Sprinkler Systems. Q54:96 
Furnace Rooms, Ineffectively Cut Off. 

317 
Fyr-Fyter Company. 


Q54:11, 13, 18, 25, 317 


Q54:192 


Q54: 


Q54: 
Q54:64 


Q54:316, 


Q54:154-157 


G 


G-1 Powder. Q54:154-157 
Gas. See also Torches, Cutting and Welding 
Acetylene Transmission Systems. Q54:269-27 
Explosions. See Explosions 
Medical, Nonflammable. Q54:68 
Gas, Fires Caused by or Involving: 
Jets Open, Incendiary Fire Suspected. Q54:12 
Liquified Petroleum: 
East Chicago, Ind., Mar. 3, 1960. Q54:306 
Fort Devens, Mass., July 15, 1960. Q54:227 
Merrill, Wis., July 18, 1960. Q54:265 
Liquified Petroleum in Tank Car. (54:35, 372 
Liquified Petroleum in Tank Truck. Q54:33 
Main Damaged, Responsible for Explosion. Q54:11 
Miscellaneous Fires. Q54:10-13, 23, 33, 35, 322, 323, 
339, 372 
Natural Gas Fires: 
Windsor, Ont., Oct. 25, 1960. Q54:267 
Gas Holder, Cryogenic, Failure of. Q54:71 
Gasoline. See Flammable Liquids and Stores 
Gas Plant: 
Cleveland, Ohio, Oct. 20, 1944. Q54:71 
Glasgow Whisky Warehouse Explosion. 
119 
Good Business — This. 
Grandstand: 
Memphis, Tenn., Apr. 17, 1960. Q54:369 
Guatemala Mental Hospital Fire. Q54:183-186 


7 
‘ 


Q54:114- 


Q54:49-56 
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H 


Halls, Dwelling, Fires Originating in. Q54:10 
Halogenated Extinguishing Agents. Q54:173-177 
Hamburg, Germany, 1943 Fires in During War. 
Q54:112 
Hamilton, Ont., Fire Prevention Program. Q54: 
77-80 
Handling Cryogenic Fluids. 
63-70 
Hangar (Aircraft) Fires. Q54:251 
Hangar, Aircraft, Foam Water Sprinklers in. 
Q54:187-195 
Hangar, Aircraft, NFPA Standard on. Q54:190 
Hangar, Aircraft, TCA, Foam Water Deluge Sprin- 
klers in. Q54:187-195 
Hat Factory Fires. See Teztiles 
Heater, Oil Fired, Defective Control Cause of Fire. 
Q54:337 
Heaters, Wood, Cause of Fire. Q54:243 
Heating and Cooking Equipment, Fires Caused 
by. Q54:11-14, 16, 20, 23, 38, 337 
Heights and Areas, NFPA Committee on. (54:46 
Helicopter, Fires Involving. See Aircraft, Fires In- 
volving 
Helicopter, Rescues by. See Rescues Accomplished by 
Helium, Liquid, Handling. Q54:63-70 
High Piled Stock. See Storage, Improper, Influencing 
Fire Spread 
Hospital, Liquid Oxygen, Storage of. (54:68 
Hospitals, Fires Involving: 
Guatemala City, Guatemala, July 14, 1960. 
183-186 
Port Arthur, Tex., Dec. 31, 1960. Q54:357 
Hospital, Mental, Disaster at Guatemala City. 
Q54:183-186 
Hospitals, NFPA Committee on. Q54:46 
Hotels, Fires Involving: 
Atlantic Beach, N. Y., Mar. 14, 1960. Q54:333 
Atlantic City, N. J., Mar. 23, 1960. Q54:306 
Bristol, R.1., July 10, 1960. Q54:246 
Ellenville, N. Y., June 7, 1960. Q54:347 
Eugene, Oreg., Mar. 2, 1960. Q54:358 
Hazleton, Pa., Mar. 5, 1959. Q54:23, 24 
Lima, Ohio, Dec. 20, 1959. Q54:23 
Omaha, Nebr., Feb. 23, 1960. Q54:246 
Williamson, W. Va., Oct. 9, 1960. Q54:317 
Hotels, Hazard of. Q54:131 
Housekeeping, Poor, Contributed to Fire Loss. 
Q54:305 
Humidity, Effect on Radiation Nuclear Bomb. 
Q54:109-110 
Hydraulic Oil Ignited Causing Fire. Q54:340 
Hydrogen, Liquid, Handling. Q54:63-70 


I 


Idle or Vacant Property: 
Newark, N. J., Apr. 15, 1960. Q54:361 

Incendiary (Suspicious) Fires. Q*‘4:11, 12, 18, 60, 
244, 246, 334, 341, 343, 345, 350, 355, 358, 359, 361 

Indirect Fire Losses. 54:297-300 

Industrial Fire Safety Program, 
Gamble Co. Q54:49-56 

Industrial Occupancies, Sprinkler Performance 
im. Q54:86-94 

Industrial Plants. See Specific Occupancy such as 
Metalworkers, Textile Working, Woodworking, etc. 

Industrial Truck, Operation of Resulted in Fire. 
Q54:285, 320 

Institutional Occupancies, Sprinkler Performance 
im. Q54:84 

Institutional Properties. 
Homes, Prisons, etc. 

Insulation, Combustible, Factor in Fire Spread. 
Q54: 25, 306, 323, 337, 359 

Insulation, Cryogenic Containers. Q54:64-65 

Insurance Agents, Responsibility for Fire Safety. 
Q54:364 


By R. M. Neary. Q54: 


Q54: 


Procter and 


See Mental, Nursing 
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Interior Finish, Combustible. See also Acoustical 
Ceiling Tile, Cardboard, Fiberboard, and Plywood 
Fatal dwelling fires spread by. Q54:240, 241. 243 
Type Not Identified, Factor in Fire Spread. Q54:9, 
10, 353 
International Acetylene Association, Report of 
Chemical Acetylene Transmission Com- 
mittee. Q54:269 
Interpretations, NFPA Standards. Q54:47 
Interstate Commerce Commission, Cryogenic 
Fluid Container Specifications. Q54:64-65 
Intoxicated Individuals, Fires Involving. Q54:9, 16 
Intumescent Powder Extinguishers. 54:151-153 
Ivorydale, Ohio, Procter and Gamble Co. Plant, 
Fire Prevention Program. 54:49-56 


J 


Joisted Ceilings, Spacing Sprinklers under. 
Q54:120-128 

Jones, Clark F. Q54:227 

Journal Box, Railroad, Cause of Fire. 54:34 


Junior Fire Department, Hamilton, Ont. Q54:79 


K 


Keeping People Fire Conscious. 
Q54:77-80 

Keith, Jas. P., and Associates. Q54:195 

Kerosene, Fires Caused by. (54:11, 12, 20 

Kettering Laboratory, University of Cincinnati. 
Q54:174 

Kitchen, Dwellings, Fires Originating in. 


L 


Laboratories, General, Fires Involving: 
Narragansett, R. I., Jan. 6, 1959 Q54:297-300 
East Chicago, Ind., Mar. 3, 1960. Q54:306 
Robins Air Force Base, Ga., Dec. 7, 1960. Q54:340 

Laboratory, Private, Damaged in Fire. Q54:308 

Ladders, Aerial Collapse at Fire. Q54:317 

Lamp, Kerosene, Fire Caused by. 54:11 

Large Loss Fires of 1960. Q54:301-405 

Large Loss of Life Fires of 1959. Q54:6-42 

Large Loss of Life Fires of 1960. Q54:233 

Laws, Fire, Keeping People Conscious of. Q54:77- 

80 

Leather, Leather Products Plant, Fire Involving: 
Shoes: 

Derry, N. H., May 6, 1961. 

Library, Private, Lost in Fire. 

309, 316 

Lift Trucks. See Industrial Trucks 

Lightning Caused Fire. Q54:319, 347 

Linde LC-3 Container, Cryogenic Fluids. Q54:64- 

65 
Liquefied Gas, Cryogenic. Q54:63-71 
Liquid Argon, Handling. Q54:63-70 
Liquid Helium, Handling. Q54:63-70 
Liquid Hydrogen, Handling. Q54:63-70 
Liquid Methane, Handling. Q54:63 
Liquid Nitrogen, Handling. Q54:63-70 
Liquid Oxygen, Handling. Q54:63-70 
Lithium Fires, Use of Dry Powders of. Q54:155- 
156 

Lith-X, Dry Powder Extinguishing Agent. Q54:156 

Living Rooms, Dwellings, Fires Originating in. 
Q54:10 

LP-Gas Tank Truck Fire at Fort Devens. 
F. Jones. Q54:227 

Lumberyards, Fires Involving: 
Louisville, Ky., Mar. 13, 1960. Q54:307 
Vancouver, B. C., July 3, 1960 Q54:360 


M 


Trimethoxyboroxine 


By F. S. Staunton. 


Q54:10 


Q54:340 
Q54:297-300, 308, 


By Clark 


Magnesium Fires, for. 


Q54:178-181 
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Magnesium Fires, Use of Dry Powders on. 054:153, 
155 
Maintenance of Sprinklers Inadequate. 54:97 
Malls, Shopping, Fire Hazards of. ©54:129-134 
Manning, G. E. Q54:151-153 
Matches. See Smoking, Matches 
MeNea, Frank. Q54:103-113 
Mear! Corporation, The. Q54:139-150 
Mechanical Foam: 
Chemical and Physical Properties. Q54:135 
Testing of. Q54:139-150 
Medical Gases, Nonflammable. 54:68 
Mental Institutions, Fires Involving: 
Central Islip, N. Y., Oct. 24, 1960. Q54:318 
Northampton, Mass., May 20, 1960. Q54:334 
Mercantile Occupancies, Sprinkler Performance 
im. Q54:85 
Mercantile Stores. See also Shopping Mall. Stores 
Metals, Combustible, Dry Powder Extinguishing 
Agents for. Q54:;154-157 
Metalworking Plants, Fires Involving: 
Aluminum Fabricating: 
Calgary, Alta. Mar. 12, 1960. Q54:337 
Electrical Appliance Assembling: 
Chicago, Ill., May 3, 1960 Q54:331 
Fort Smith, Ark. June 22, 1960. Q54:316 
Schenectady, N. Y., July 7. 1960. Q54:316 
Refining and Smelting (Vanadium) : 
or. Albany, Ore., Jan. 31, 1960. Q54:352 
Steel Fabricating: - 
Philadelphia, Pa., Dec. 12, 1960. Q54:305 
Phillipsburg, N. J., Feb. 11, 1959. Q54:41 
Cincinnati. O., Mar. 29, 1960. Q54:322 
Vehicle Assembly: 
Masury, Ohio, Oct. 22, 1960. Q54:329 
Methane, Liquid, Handling. Q54:63 
Met-L-Kyl, Dry Powder Extinguishing Agent. 
Q54:156-157 
Met-L-X Powder. Q54:154-157 
Mine Fire, Slate 
Mineral Hills, Mich., June 1, 1959. Q54:42 
Mines, Coal, Fire Involving: 
Logan, W. Va., March 8, 1960. Q54:268 
Missile, Fire Involving: 
McGuire AFB, N. J., June 7, 1960. Q54:388 
Monitor Nozzles, Used in Fire. Q54:288 
Montreal International Airport, TCA Hangar at. 
Q54:187-195 
Motor Vehicles, Fires Involving: 
New Brunswick, N. J., Oct. 9, 1959. Q54:30-32 
or. Phoenix, Ariz., June 8, 1959. Q54:30, 31 
or. Pottsville, Pa., June 2, 1959. Q54:33 
Roseburg, Ore., Aug. 7, 1959. Q54:32, 33 
nr. Salinas, Calif., Dec. 18, 1959. Q54:30 
West Brooklyn, Ill., Nov. 9, 1959. 
Motor Vehicies, Large Loss of Life in, 1959. 
Q54:29-33 
Moving Forward in Fire Protection. 
Bush. Q54:215 
“*Multi-Purpose” Extinguishers. Q54:151-153 


By Loren S. 


N 


Narragansett Marine Laboratory Fire. 
1959. Q54:297-300 
National Electrical Code. 

Navy Research: 
Dry Chemicals, Recent Fire Tests. Q54:158-163 
Trimethoxyboroxine for Magnesium Fires. Q54:178- 
181 
Neary, R. M. Q54:63-70 
Neill, Raymond R. Q54:178-181 
New Compressed Gas Extinguisher. 
Palmer. Q54:173-177 
Newspapers, Fires Starting in. 54:22 
New York Naval Shipyard Fire., Dec. 19, 1960. 
Q54:283-291 


Jan. 6, 


Q54:44 


By Fred S. 
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NFPA Board. See Board of Directors 
NFPA Committee on Aircraft Fueling Servicing. 
Q54:46 
NFPA Committee on Chemicals and Explosives. 
Q54:45 
NFPA Committee on Dust Explosion Mazards. 
Q54:46 
NFPA Committee on Heights and Areas. (54:46 
NFPA Committee on Hospitals. Q54:46 
NFPA Standard on Aircraft Hangars. Q54:190 
NFPA Standard on Bulk Oxygen Systems at Con- 
sumer Sites. Q54:68 
NFPA Standard on Carbon Dioxide Extinguishing 
Systems. 054:164 
NFPA Standard on Nonflammable Medical Gas 
Systems. Q54:68 
NFPA Standard on Portable Fire Extinguishers. 
Q54:151 
NFPA Standard on Sprinkler Systems. Q54:190 
NFPA Technical Committee Procedures. Q54:46 
Nitrogen, Liquid, Handling. Q54:63-70 
Nozzles, Carbon Dioxide. (54:167 
Nozzles, Special Types, Used in Fire. 
Nuclear Bombs: 
Fire Effects of. Q54:103-113 
Grounds Bursts of. Q54:103-113 
Nursing Homes, Fires Involving: 
Glen Ellyn, f1., Jan. 30, 1959. Q54:37, 38 


oO 


Occupancies, Estimates of 1959 Fire Experience in 
U.S. by. Q54:197-198, 201-203 

Occupancies, Large Loss Fire Distribution in, 
1956-1960. Q54:302 

Occupancies, List of Large Loss Fires by. 054:391- 
405 

Occupancies, Sprinkler Performance in. 
97 

Office Building Fires: 

Schenectady, N. Y., July 7, 1960. Q54:316 
Vicksburg, Miss., Oct. 3, 1960. Q54:308 
Office Occupancies, Sprinkler Performance in. 

Q54:84 
Office of Civil and Defense Mobilization, U. S. 
Q54:103-113 
Oil, Explosion of in Compressor. Q54:41-42 
Oil Heaters or Stoves, Fires Caused by. Q54:11, 12, 
16, 18, 23, 25 
Openings, Horizontal, Vertical, Unprotected, Fires 
Spread Through. Q54:9, 10, 12, 14, 16, 18, 19, 22, 
23, 313, 315, 325, 330, 335, 337, 343, 353, 356, 358 
Openings, Vertical: 
Factor in Life Safety in Buildings. Q54:239, 240, 244, 
245, 246 
Open Joist Construction, 
under. Q54:120-128 
Outdoor Fire, Spread into Building. Q54:306, 310, 
340, 358, 360, 373 
Outdoor Public Assembly: 
Memphis, Tenn., April 17, 1960. Q54:369 
Outdoor Storage: 
Seaford, Del., (Baled Nylon), June 9, 1960. Q54:370 
Toronto, Ont., (Auto Parts), Aug. 18, 1960. Q54:370 
Ovens, Fires Caused by. Q54:243 
Owners, Property Responsibility for Fire Safety. 
Q54:363 
Oxygen, Liquid, Handling. Q54:63-70 
Oxygen Systems at Consumer Sites, NFPA Stand- 
ard on. Q54:68 


Q54:288 


Q54:81- 


Sprinkler Spacing 


P 


Packing Materials, Combustible, Factor in Fire 
Spread. Q54:305, 308, 376 
Paint Drying Booth, Fire Starting in. 054:329 
Pallets, Wood: 
Factor in Fire Spread. Q54:306, 326 
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Palmer, Fred S. 
Paper Mills: 
ar. Macon, Ga., Dec. 31, 1960. Q54:322 
Paper Products Fabricating, Plant Fires: 
East St. John, N. B., Mar. 9, 1960. Q54:316 
Parking, Fire Problems of. Q54:133 
Petroleum Bulk Plants, Fires Involving: 
Kansas City, Kans. Aug. 18, 1959. Q54:42 
Pine Bluff, Ark., Apr. 14, 1960. Q54:324 
Pier and Wharves, Fires Involving: 
Charleston, S. C., Jan. 16, 1961. Q54:422-425 
Los Angeles, Calif., Mar. 17, 1960. Q54:374 
Vancouver, B. C., July 3, 1960. Q54:360 
Pipe, Carbon Dioxide Flow Through. Q54:164 
Plastics Fabricating Plant, Fire Involving: 
Films and Sheets: 
Princeton, Minn., July 29, 1960. Q54:327, 328 
Plastics, Foamed. See Foamed Plastics 
Plastics Manufacturing Plant, Fire Involving: 
Wilmington, Del., Nov. 8, 1960. Q54:264 
Plywood; Fire Spread by. 53:13, 20 
Polar Scivents, Foams for. 054:136, 139 
Polystyrene Foam, Factor in Fire Spread. Q54:306 
Portable Fire Extinguishers. See Extinguishers 
Potassium Bicarbonate Dry Chemical. 054:158— 
163 
Potassium Fires, Use of Dry Powders on. 
Potato Chip Plant Fire. See Food 
Powder Extinguishing Agents, 
Q54:154-157 
Powder, Intumescent Extinguisher. 054:151-153 
Prevention, Fire, Program at Procter and Gamble 
Plant. Q54:49-56 
Printing, Typesetting Plants, Fires Involving: 
Chicopee Falls, Mass., Dec. 8, 1960. Q54:328 
Kahoka, Mo., Apr. 18, 1960. Q54:359 
Prisons, Fires Involving: 
Toms River, N. J., Aug. 23, 1959. Q54:39, 40 
Wrightsville, Ark., Mar. 5, 1959. Q54:38 
Processes, Chemical, Controlling Reaction of. 
Q54:72-76 
Procter and Gamble Co., Fire Prevention Program. 
Q54:49-56 
Propylene Tank Car, Explosion. 54:34 
Protection, Private, Defects Influencing Fire 
Spread in Large Loss Fires. Q54:367 
Protection, Public, Fire: 
Apparatus Damaged at Fire. Q53:317 
Handicaps Influencing Spread. Q54:331, 362, 2 
Inaccessible Due to Water. Q54:320, 422-425 
None Available at Fire. Q54:306 
Number of Fire Departments. Q54:212 
Response Delayed. Q54:243 
Weak at Fires. Q54:17, 38, 183-186, 297-300, 327, 
330, 337, 340, 347, 358 
Protein Base Foams: 
Chemical and Physical Properties. Q54:135 
Testing of. Q54:139-150 
Pumping Foam Liquid Concentrates. Q54:138 
Pumps, Fire, Typical Installations. 54:51 
Pumps, Fire, Failure During Fire. 0Q54:320, 334, 
337 
Purdue Research Foundation. 
Purple-K-Powder. 054:158-163 


Q54:173 


Q54:155 


Special Dry. 


Q53:173 


R 


Radiation, Thermal, Effect of Atmospheric Con- 
ditions on. Q54:109-110 
Radioactive Fallout, from Nuclear Bombs. Q54: 
103-113 
Railroad Rolling Stock, Fires Involving: 
Bakersfield, Calif., Mar. 1, 1960. Q54:261 
Meldrim, Ga., June 28, 1959. Q54:35-36 
Monroe, La., Jan. 22, 1959. Q54:34-35 
nr. Ottawa, Kans., Aug. 28, 1960. Q54:372 
nr. Traskwood, Ark., Dec. 17, 1960. Q54:372 


Rainey, H. E.C. Q54:5 
Ratzer, A. F, Q54:135-138 
Reactions, Chemical, Controlling. Q54:72-76 
Reactive Flammable Liquids, Dry Powder Extin- 
guishing Agents for. Q54:154-157 
Recent Navy Research on Dry Chemicals. By 
Richard L. Tuve. Q54:158-163 
Records in Fire Resistive Containers Saved During 
Fire. Q54:308 
Records, Lost in Fire. Q54:297-300, 308, 336, 337 
Refinery, Petroleum, Fires 
East Chicago, Ind., Mar. 3, 1960. Q54:306 
Freeport, Texas, Oct. 24, 1960. Q54:264, 370 
Refrigerated Fluids, Cryogenic. Q54:63-70 
Relief Valve, Cryogenic Containers. Q54:64 
Reports, NFPA Procedures. (54:47 
Research: 
Bromotrifluoromethane. Q54:173-177 
Carbon Dioxide. Q54:164-172 
Dry Chemicals. Q54:151-163 
Foam, Fire Fighting. Q54:139-150 
Halogenated Extinguishing Agenis. Q54:173-177 
Nuclear Bomb Fire Effects. Q54:102-113 
Sprinkler Spacing. Q54:120-128 
Trimethoxyboroxine. Q54:178-181 
Rescues Accomplished by: 
Cargo Platforms at Piers. Q54:290 
Fire Department Ladders. Q54:23, 24, 38, 290 
Helicopter. Q54:263 
Rescues at Large Loss of Life Dwelling Fires. 
Q54:237 
Residential Occupancies, Sprinkler Performance 
im. Q54:83 
Residential Properties. See Apartments, Dormitories, 
Dwellings, Hotels 
Restaurants, Fires Involving: 
Albany, N. Y., Sept. 6, 1960. Q54:335 
Quebec, P. Q., Oct. 22, 1960. Q54:354 
Rocket Experiment Safety. By Atlantic Research 
Corp. Q54:406—-421 
Rockets, Fires and Explosions Involving. Q54:253 
Roentgen, Measure of Radioactive Fallout. Q54: 
105 
Roof Covering: 
Asphalt Used as Vapor Seal, Factor in Fire Spread. 
Q54:316 
Royal Canadian Air Force. 
Rubbish and Trash: 
Fires Caused by. Q54:11, 373 
Rum, Destroyed in Fire. Q54:114 
Rural Dwelling Fires, Large Loss of Life in, 1959. 
Q54:10 


Q54:190 


Ss 


Satisfactory Sprinkler Performance. Q54:81-97 
Scaffolding, Handicap in Fire Fighting. Q54:287 
School Fire Program, Hamilton, Ont. Q54:78 
Schools, Fires Involving. See also Colleges and 
Dormitories 
Camden, N. J., Apr. 17, 1960. Q54:313 
Eddystone, Pa., Dec. 12, 1960. Q54:344 
Empire, Ore., Feb. 17, 1960. Q54:350 
Gloucester City, N. J., Mar. 10, 1960. Q54:337 
Kenetcook, N.S., Nov. 26, 1960. Q54:309, 330 
nr. Memphis, Tenn., Nov. 18, 1960. Q54:359 
Wauseon, O., Mar. 19, 1960. Q54:322 
West Lanham Hills, Md., Mar. 23, 1960. Q54:57 
Winslow, Ariz., Aug. 28, 1960. Q54:358 
Winston-Salem, N. C., Dec. 1, 1960. Q54:345 
Wrightsville, Ark., Mar. 5, 1959. Q54:38 
York Township, Ont., Feb. 16, 1960. Q54:344 
Sellors, E. W. Q54:187 
Service Stations. See Stores 
Ships and Barges, Fires Involving: 
Brooklyn, N. Y., Dec. 19, 1960. Q54:283-291, 374 
Galenia Park, Tex., Nov. 8, 1959. Q54:33, 34 
Lake St. Peter, P. Q., Aug. 19, 1960. Q54:373 
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New York, N. Y., Dec. 19, 1960. Q54:259 
Pearl Harbor, Hawaii, June 14, 1960. Q54:373 
Ships, Large Loss of Life in, 1959. Q54:33-34, 283- 
291, 374 
Shoe Factory Fire. See Leather 
Shopping Center Fires. See Stores 
Shopping Centers, Fire Problems of. Q54:129-134 
Shopping Mall, Fire Hazards in. 54:129-134 
Skin Burns, Effects of Thermal Energy from 
Nuclear Bombs. Q54:110-111 
Slate Mine Fire: 
Mineral Hills, Mich, June 1, 1959. 
Smoke: 
Factor in Loss of Life in Building. Q54:12, 14, 16-18 
Fire Fighting Handicap. Q54:60, 116, 289, 318, 329, 
350, 358, 374 
Smoke, Effect on Radiation, Nuclear Bomb. (54: 
109-110 
Smoking in Bed, Fires Caused by. 
Smoking, Matches, Fires Caused by. 
16, 17, 239, 242, 340 
Snow, Delayed Fire Dept. Response. Q53:14 
Sodium Bicarbonate Dry Chemical. Q54:160-163 
Sodium Fires, Use of Dry Powders on. Q54:155 
Sodium-Potassium Alloy Fires, Use of Dry Pow- 
ders on. Q54:155 
Solvents, Polar, Foams for. 
Spacing Automatic Sprinklers. 
Q54:120-128 
Sparky, the Fire Dog. Q54:292 
Sparky, Use of in Industrial Fire Prevention Pro- 
gram. Q54:55 
Special Dry Powder Extinguishing Agents. By 
Edmund D. Zeratsky. Q54:154-157 
Spontaneous Heating, Fires Caused by. (54:321 
Sprinklers: 
Complete Protection Effective. Q54:305 
Damaged by Explosion. Q54:97, 320, 338 
Deluge System Prematurely Shut off. Q54:339 
Disconnected in Building Being Razed. Q54:324 
Fire Department Connection Not Used During Fire. 
Q54:330 
Fire Department Connection Used but Not Effec- 
tive. Q54:333 
Fire Shielded from. Q54:316, 318, 334, 360 
Foam-Water in TCA Hangar. Q54:187-195 
Frozen System, Ineffective. Q54:312, 333 
Hazard Too Severe. Q54:331 
Nota Factor. Q54:316 
Overpowered in Exposed Bldg. 
Partial Protection, Ineffective. Q54:312 
Partial Protection, Not a Factor. Q54:330, 332 
Satisfactory Performance. Q54:318, 334, 352 
Shopping Malls, Need for. Q54:134 
Shut Off for Repairs. Q54:331 
Shut Off Prematurely During Fire. 
Spacing of. Q54:120-128 
Unsatisfactory Performance. 
331, 333, 338 
Sprinkler Performance Tables. 054:81-97 
Sprinkler Systems: 
Slow or Defective. 
Testing. Q54:52 
Stairways. See Openings, Vertical 
Standpipes, Hose Burst During Use. 
Staunton, F. 8S. Q54:77-80 
Steam Generated By Heat of Fire, Fire Fighting 
Handicap. Q54:287, 288 
Steam Line, High Pressure, Cause of Fire. 
314 
Steel Fabrication Plant Fires. See Metalworking 
(Steel Fabrication) 
Steel, Unprotected, Damaged by Fire. 
Storage: 
Foam Liquid Concentrates. Q54:137-138 


Q54:42 


Q54:239, 244 
Q53:11, 14, 


Q54:136, 139 
By J. R. Young. 


Q54:316, 340, 360 


Q54:330, 339 


Q54:316, 320, 330, 


Q54:97 


Q54:335 


Q53: 


Q54:61 
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Improper, Influencing Fire Spread. Q54:305, 318, 
319, 320, 348, 349 
Storage Occupancies, Sprinkler Performance in. 
Q54:94-95 
Store Fires: 
Appliance Sales: 
Gary, Ind., Nov. 7, 1960. Q54:349 
Clothing: 
Harrisburg, Pa., May 27, 1960. Q54:314 
Joliette, Que., May 29, 1960. Q54:310 
Department Stores: 
Harrisonburg, Va., Aug. 31, 1960. Q54:325 
Merrill, Wis., July 18, 1960. Q54:265 
Windsor, Ont., Oct. 25, 1960. Q54:267, 323 
Farm Implements: 
Minneapolis, Minn., Mar. 2, 1960. Q54:348 
Gasoline Service Station: 
Auburn, N. Y., March 30, 1960. Q54:265 
Hardware Stores: 
San Rafwsi, Calif., Aug. 26, 1960. Q54:307 
Self Service Food Stores: 
Toronto, Ont., Nov. 7, 1960. Q54:350 
Shopping Centers: 
Harwichport, Mass., Dec. 6, 1960. Q54:311 
nr. Stockton, Calif., July 8, 1960. Q54:342 
Supermarkets: 
Boise, Idaho, June 9, 1960. Q54:346 
Long Branch, Ont.. Mar. 16, 1960. Q54:353 
Los Angeles, Calif., Jan. 31, 1960. Q54:342 
San Jose, Calif., Mar. 20, 1960. Q54:354 
Women’s Hats: 
Montreal, P. Q., March 2, 1960. Q54:265 
Stores, Shopping Centers, Fire Problems of. Q51: 
129-134 
Stoves. See Heating and Cooking Equipment 
Streets, Clowing for Shopping Malls. Q54:133 
Structural Defects, Factor Influencing Fire 
Spread in Large Loss Fires. See also Specific 
Defects. Q54:365 
Sulfonation of Benzene. 54:74 
Supermarket Fires. See Stores 
Supermarkets, Hazards of. Q54: 131 


ar 


Tank Cars, Cryogenic Fluids. Q54:66-68 
Tanks, Flammable Liquid: 
Failed in Fire. Q54:325 
Tanks, Foam Liquid Concentrates. 54:137-138 
Tanks, LP-Gas, Failed in Fire. Q54:227 
Tank Trucks, Handling Cryogenic Fluids. Q54: 
63-70 
TCA Hangar Foam-Water Deluge Sprinklers. By 
E. W. Sellors. Q54:187-195 
Telephone Out of Order. See Alarms, Delayed 
Television Support of Fire Prevention Program. 
Q54:78-79 
Testing of Fire-Fighting Foams. By L. E. Rivkind. 
Q54:139-150 
Tests, Carbon Dioxide Extinguishment. Q54:164 
172 
Tests, Fire, Dry Chemical Extinguishers. 5’: 
151-153 
Tests, Fire-Fighting Foams. Q54:139-150 
Tests, Fire, Navy Research on Dry Chemicals. 
Q54:158-163 
Tests, Fire, Nuclear Bomb. Q54:103-113 
Tests, Fire, Sprinkler Spacing. Q54:120-128 
Textiles, Textile Products Plants, Fires Involving: 
Cloth Coating: 
Clifton, N. J., Feb. 17, 1960. Q54:282, 330, 360 
Hat Factory: 
Beacon, N. Y., Sept. 26, 1960. Q54:352 
Synthetic Fibers, Part Process: 
Paterson, N. J., Feb. 6, 1960. Q54:334 
Upholstering Plant: 
Guntown, Miss., Dec. 1, 1960. Q54:345 
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See Warehouses, Textile 
Q54:340 


Textile Warehouses. 
Thermostat Failure Causes Fire. 
Thornton, John C. Q54:129-134 
Titanium Fires, Use of Dry Powders on. 
Tobacco, Destroyed in Fire. Q54:114 
Torches: 

Plumbers, Fires Caused by. Q54:323, 330 
Welding and Cutting. See Welding § Cutting 
Toxicity, Extinguishing Agents. Q54:174-176 
Training, Industrial Fire Brigade. Q54:53 

Trains, Fires Involving: 

Meldrim, Ga., June 28, 1959. Q54:26, 35, 36 
Monroe, La., Jan. 22, 1959. Q54:34 
Trains, Large Loss of Life in, 1959. 
See also Railroad Rolling Stock 

Trans Canada Airlines, Hangar of. Q54:187-195 
Transportation. See Aircraft, Railroad Rolling Stock, 
Trucks, etc. 
Transportation, Cryogenic Fluids. Q54:63-70 
Triethyaluminum Fires, Dry Powder Extinguish- 
ing Agent. Q54:156-157 
Trimethoxyboroxine for Magnesium Fires. By 
Raymond R. Neill. Q54:178-181 
Truck, Industrial, Operation of, Resulted in Fire. 
Q54:285, 320 
Trucks, LP-Gas, Involved in Fire. Q54:227 
Trucks, Fires Involving: See also Automobiles, Buses 
New Brunswick, N. J., Oct. 9, 1959. Q54:30-31 
nr. Pottsville, Pa., June 2, 1959. Q54:33 
Roseburg, Oreg., Aug. 7, 1959. Q54:33 
Tunnels, Fires Involving: 
North York Twp., Ont., March 17, 1960. Q54:268 
Tuve, Richard L. Q54:158-163 


Q54:155 


Q54:34-36. 


U 


Underwriters’ Laboratories, Inc. Q54:151-153, 172, 
174-177 

Unsatisfactory Sprinkler Performance. Q54:81-97 

Upholstered Chair, Fires Involving. Q54:14, 16, 18 

Uranium Fires, Use of Dry Powderson. ()£4:155 

U. S. Army Corps of Engineers. Q53:173 

U. S. Naval Deperming Station Fire. Q54:422-425 

U. S. Naval Research Lab. Q54:158-163, 178-181 

U. S. S. Constellation, Fire of Dec. 19, 1960, 
Brooklyn, N. Y. Q54:283-291 
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Vacant or Idle Property, Fire Involving. 
N. J., Apr. 15, 1960. Q54:361 

Valve, Relief, Cryogenic Containers. 54:64 

Vehicle Assembly Plant Fire. See Metalworking 

Venting of Chemical Equipment. 54:72-76 

Viscosity, Foam Measurements. 54:141-142 


Newark, 


WwW 


Walker, Harold S. Q54:422 
Wall and Ceiling Concealed Spaces, Nonfire- 
stopped, Factor in Fire Spread. Q54:25, 38, 59, 
247, 289, 308, 312, 314, 344, 352 
Wall Collapse, During Fire Fighting. Q54:117 
Walls: 
False Fronts for. Q54:131 
Fire Division, Ineffective During Fire. Q54:310 
Handicap in Fire Fighting. Q54:354 
Lack of, Factor in Fire Spread. 054:328, 329 
Fire Division, Effective During Fire. Q54:310 
Unprotected Opening in, Spread Fire. Q54:313 
Walls, Windowless, Hazards of. Q54:131 
Ward, J. T., Asst. Chief. Q54:283 
Warehouses, Fires Involving: 
Ammonium Nitrate: 
Boron, Calif., May 10, 1960. Q54:321 
Auto, Farm, & Road Machinery: 
nr. Camden, Ark., Apr. 7, 1960. Q54:351 


Chemicals and Drugs: 
Boron, Calif., May 10, 1960. Q54:321 
Cold Storage: 
nr. Nogales, Ariz., Nov. 10, 1960. Q54:306 
Cotton: 
Henrietta, N. C., Mar. 4, 1960. Q54:320 
Electrical Appliances & Supplies: 
Oakland, Calif., Oct. 4, 1960. Q54:310 
Food Products: 
Indio, Calif., Mar. 18, 1960. Q54:319 
Maryville, Mo., Dec. 30, 1960. Q54:336 
Furniture: 
Buffalo, N. Y., Jan. 25, 1960. Q54:311 
Liquor: 
nr. Owensboro, Ky., June 30, 1960. Q54:319 
Machinery: 
Lima, Ohio, July 19, 1960. Q54:326 
Metal, Metal Products: 
Leetsdale, Pa., Apr. 14, 1960. Q54:308 
Petroleum. See Petroleum Bulk Plants 
Plastic Products: 
Golden Valley, Minn., Oct. 12, 1960. Q54:348 
Textile: 
Newark, N. J., Dec. 28, 1960. Q54:350 
New York, N. Y., Nov. 18, 1960. Q54:356 
War, Fire Effects of Nuclear Bombs. Q54:103-113 
Warships. See Ships 
Watchman Did Not Discover Fire. 
Watchman Reported Fire. Q54:347 
Watchman Service Substandard. Q54:337, 345 
Watchmen, Responsibility for Fire Safety. Q54:363 
Water Fog, Industrial Fire Dept. Use of. Q54:53 
Water Supplies: 
Booster Tank Supply on Fire Trucks Only Source. 
Q54:345, 359 
No Public Supply. Q54:345, 359, 360 
Private Supply Inadequate. Q54:359 
Water to Sprinklers Inadequate or Shut off. 
Q54:96 
Weapons, Nuclear, Fire Effects of. Q54:103-113 
Weather, Fire Fighting Handicap. Q54:368. See 
also Wind, Snow, etc. 
Welding and Cutting: 
Fires Caused by. Q54:268, 324, 328, 343, 360, 374, 
422-425 
Welding, Permits for, Industrial Plants. Q54:54 
What’s in a Symbol? Q54:292 
ar Warehouse Explosion, Glasgow. Q54:114- 
9 
Wind, Effect of Following Nuclear Bomb Attack. 
Q54:112 
Wind, Effect on Fire. Q54:25, 355, 360, 361, 368, 373 
Windowless Buildings, Hazards of. Q54:131 
Windows, Ordinary Glass, Fire Spread Through 
Q54:325 
Woltz, Lawrence R. Q54:57-62 
Wood Shingle Roof Fires. Q54:309, 340 
Woodworking Plant Fires: 
Boxes: 
Suamico, Wisc., Aug. 19, 1961. Q54:327 
Hardwood Turning: 
Lowville, N. Y., Oct. 22, 1960. Q54:318 
Saw and Planing Mills: 
Vancouver, B. C., July 3, 1960. Q54:360 
Wood Fiber Plant: 
Gatineau, Que., Feb. 20, 1960. Q54:321, 331 
Wood Stoves, Fires Caused by. Q54:11-14, 16, 20 


Q54:369 


z 


Yard Main Shut off During Fire. Q54:334 
Young, J. R. Q54:120-128 


Z 


Zeratsky, Edmund D. Q54:154-157 
Zirconium Fires, Use of Dry Powderson. Q54:155 





